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This typewritten document consists of shortage reports of various fW MiS (Federa- 
tion of People-Owned Enterprises tor Equipment tor Mining and Heavy Industry) plants 
giving detailed lists of materials in short supply needed for production. 

Hie plants amt Dasam Machine Factor and Iron Foundry* Wlldaa Heavy Machine- 
building Plant* Xoethen conveyer Equipment Plant* lelpsig Oonve^r Equipment Plant* 
JJordhausen Machina-building Plant* Eberswalde Crane-building Plant. 

Amng the material » listed as in short- supply are* boiler plate, spring steel, 
sheet metal, angle iron, I*feesaas, l-&ea«s, etc* 

As inter-offiee wsao of the Wldm plan# caaplsiB®* *Mot mm bam wo received 
m mimr to these reports of bottlenecks, nor have w© ever received ary halp. e 
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